WK-D2A2 2-Section Double-frame Retractable Electric Single Motor Lift 
Desk 


Features 

WK-D2A2 Two-section formal double-frame retractable and stable lifting 
desk is a single-motor lifting desk with a product bearing capacity of 
80KG, a stroke of 450MM, a frame height of 700-1150MM, a frame length of 
1050-1550MM, and a lifting speed of 25MM/S. 

WK-D2A2 2-section double-frame retractable electric single motor lift 
desk has a simple and pure black appearance. The two legs of the desk can 
be raised and lowered synchronously through the motor drive screw, and 
the height can be retracted according to requirements. 

WK-D2A2 2-section double-frame retractable electric single motor lift 
desk is widely used in offices. 


Two-section Rearing 80KG 
formal weight 
WK-D2A2 


votratable | Seed | 2S 
25MM 
retractable Speed 5MM/S 
stability Working 
lift desk 110VAC or 230VAC 


Rebound on 
í Yes 
resistance 


Black and white gray 


https://www. wkstandingdesk. com/product/electric-single-motor-lift-des 
k/wkd2a2-2section-doubleframe-retractable-electric-single-motor-lift- 
desk. html 


